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TAGS: EIND OECD 

SUBJECT: PROPOSED OECD STEEL STUDY 

REF: (A) OECD PARIS 7954, (B) STATE 59890, (C) EC BRUSSELS 2592 

1 . EC COMMISSIONER DAVIGNON. WHO HANDLES INDUSTRIAL POLICY, 
AND I HAVE TALKED ABOUT STEEL. WE AGREED THAT THE PROPOSED 
INDUSTRY COMMITTEE STEEL STUDY WAS A BAD IDEA AND THAT 
WE SHOULD TAK SOON ABOUT HOW TO HANDLE "THE SERKOUS STEEL 
PROBLEM SERIOUSLY." DAVIGNON ASKED ME TO SEE HIM MARCH 22 
FOR BRIEFING ON PROPOSALS COMMISSION IS MOVING THROUGH EC 
SOCIAL COMMITTEE AND EUROPEAN PARLIMANET FOR PRESENTATION TO 
EC SUMMIT MEETING IN ROME (SEE REFERNCE C). 

2. 1 TOLD HIM I DOUBTED I WOULD HAVE INSTRUCTIONS RE HOW TO 
PROCEED BY MARCH 22 BUT NEEDLESS TO SAY 
I WOULD APPRECIATE ANY WASHINGTON VIEWS THAT MIGHT BE 
AVAILABLE BY THEN.HINTON 
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